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NAME 


Wu-hu Airfield Probable Air-to-Air Missile (AAM) Facility 


af : 7 oo 25X1A 
China 31-24N 118-238 25X1A 
25X1D 


A probable AAM facility is Located 1,610 ft WNW of the center of the 
runway at Wu-hu Airfield, 3.5 nm NE of Wu-hu, China (Figure 1). 


Th robable facility consists of 2 revetted storage buildings al 25X1D 
nd a T-shaped drive-through building (bar 100 X 20 
ft, stem 45 X 30 ft Figure 2). Aprons are visible at the entrance to the 


revetted area around the smaller storage building and at each end of the main 
section of the T-shaped building. The larger storage building was not present 
when the facility was first observed. The facility is served by good roads 
which provide access to the taxiway and to both of the combined alert/parking 
aprons. 
The probable AAM facility was not present| It was first 25X1D 
observed on photography which revealed both the construction of 
this facility and the presence of FISHBED aircraft at Wu-hu Airfield. 
The identification of this site as a probable AAM facility is based on 
the simultaneous appearance of FISHBED aircraft and this facility at the 
airfield. The location of this type of revetted storage facilities in close 
proximity to an airfield has not been previously observed in China. 
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FIGURE 2. WU-HU AIRFIELD PROBABLE AAM FACILITY, a_i 
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